PLATE   LIX    BRIGHT  AND   BRIGHT'S   DISEASE

RICHARD BRIGHT, 1789-1858

The kidneys of John King, a sailor who died of nephritis in Guy's
Hospital.   It was the study of this and other cases which led Bright
to associate dropsy with disease of the kidney.    The illustration is
from Blight's Reports of Medical Cases,  1827  (page 291)